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Cold King Mine Initial Administrative Record 

1 The initial Administrative Record file (AR) for the Gold King Mine Release Site includes the documents considered or relied upon 
during the emergency removal action and continuing removal action at the Site. A final AR will be available for review and public 
comment with the publication of the Action Memorandum. Additional documents, including the comments received on the 
Administrative Record file and EPA's response to significant comments, may be added at a later date. 
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